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Message Text 


LIMITED OFFICIAL USE BOGOTA 0202 

DEPT FOR: A/SY/FO AND A/SY/T 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: WALK THROUGH METAL DETECTORS 

REF: (A) BOGOTA 12464 

(B) SY/FO MEMORANDUM DATED 12/27/76 

1 . REFERENCE (B) ANSWERED REFERENCE (A) TELEGRAM 
REGARDING INFORMATION ABOUT METAL DETECTORS AND 
INDICATED A LIMITED SUPPLY ARE AVAILABLE AT RTC 
FOR USE AT POSTS. 

2. IT IS REQUESTED THAT RTC SHIP THREE UNITS OF THE 
SENTRIE METAL DETECTION SYSTEM TO THIS POST ON A 
PRIORITY BASIS FOR INSTALLATION AT PERSONNEL 
INTRANCES TO THE CHANCERY. 

3. YOUR CONTINUED SUPPORT OF POST’S SECURITY 
EFFORTS IS GREATLY APPRECIATED. 

SANCHEZ 
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